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Message Text 

UNCLASSIFIED 

PAGE 01 ABU DH 01915 290415Z 
ACTION NEA- 10 

INFO OCT-01 EUR-12 ISO-00 EB-07 /030W 

120139 290417Z/13 

R 280930Z JUN 77 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6296 
AMEMBASSY ATHENS 

UNCLAS ABU DHABI 1915 

ATHENS FOR RTDO 

E.O. 11652: N/A 
TAGS: BTIO TC 

SUBJ: FOREIGN GOVERNMENT TENDER: STREET LIGHTING EQUIPMENT 

1. 520/01/T0035 
2. 062877 

3. R. COURTNEY 

4. 520 UNITED ARAB EMIRATES 

5. N 

6A. TENDER DOCUMENTS CAN BE OBTAINED FROM: 

6B. DUBAI MUNICIPALITY 
6C. PO BOX 67 
DUBAI, UAE 

TELEX DB 5688 (BALADYA) 

6D. A COPY OF THE TENDER DOCUMENT IS BEING SENT BY 
INT'L AIRMAIL TO USDOC-CAGNE. 

7. N/A 

8. 28 JUNE 1977 11:00 AM 
9.201 

10. 3648500/0000 
TENDER IS FOR: 

ITEM QTY DESCRIPTION 

1 1 ,220 1 OM MH STEEL STREET LIGHTING COLUMS INCLUDING 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ABU DH 01915 2904 15Z 

SINGLE 2.5M BRACKET PROJECTION 

2 10 lOM M.H. STEEL STREET LIGHTING COLUMS IN- 

CLUDING TWIN 2M BRACKET PROJECTIONS 

3 150 8M M H STEEL STREET LIGHTING COLUMS INCLUDING 

SINGLE 2 MBRACKET PROJECTION 

4 1,070 SEMI-CUT OFF STREET LIGHTING LANTERNS FOR 

400W MBF/U LAMPS HOUSING HIGH POWER EACTOR CONTROL GEAR FOR 
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USE WITH 220 VOLTS 50 HERTZ. SUPPLY 

5 1 70 SEMI-CUT OEE STREET LIGHTING LANTERNS EOR 400W HIGH 

PRESSURE SODIUM LAMPS HOUSING HIGH POWER EACTOR 
CONTROL GEAR, INCLUDING IGNITOR, EOR USE WITH 220 
VOLTS 50 HERTZ. SUPPLY 

6 150 SEMI-CUT OEF STREET LIGHTING LANTERNS FOR 250W 

MBF/U LAMPS HOUSING HIGH POWER EACTOR CONTROL GEAR EOR 
USE WITH 220 VOLTS 50 HERTZ SUPPLY 

7 1,180 400W MBF/U MERCURY DISCHARGE LAMPS SUITABLE FOR THE 

ABOVE GEAR 

8 190 400W HIGH PRESSURE MERCURY DISCHARGE LAMPS SUITABLE 

EOR THE LANTERN OEEERED UNDER ITEM NO 5 AND THE 
CORRESPONDING CONTROL GEAR 

9 170 250W MBF/U MERCURY DISCHARGE LAMPS SUITABLE EOR 

THE ABOVE GEAR 

10 1,500 LOOP-IN CUT-OUT CABLE TERMINATIONS CAPABLE 

OE TERMINATING 4 CORE I6MM2 WIRE ARMOURED CABLE 

1 1 . TO BE FINANCED FROM DUBAI DEVELOPMENT BUDGET 

12. DUBAI MUNICIPALITY HAS ALREADY SENT 6 COPIES OE TENDER 
DOCUMENTS TO CROUSE HINDS CO. SYRACUSE, NY. 

DICKMAN 


UNCLASSIEIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 
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Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 
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Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 
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Disposition Event: 
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Disposition Remarks: 
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Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770231-0690 

Format: TEL 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977061 2/aaaaakbj. tel 

Line Count: 83 
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Litigation Codes: 
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Locator: TEXT ON-LINE, ON MICROFILM 
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Page Count: 2 
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Previous Classification: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Date: 15-Nov-2004 12:00:00 am 
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Review Release Date: n/a 
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